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PASS INTERIOR FOR BARBARA BURNS 

E.O. 11652: N/A 
TAGS: OSCI, ENRG, PL 

SUBJECT: U.S.-POLISH COOPERATION IN COAL RESEARCH 

REF: BURNS-DAVIES LETTER OF JULY 28, 1975. 

l.IAM DEEPLY DISTRESSED TO LEARN OF THE HOUSE APPROPRI 

ATIONS SUBCOMMITTEE'S DENIAL OF THE INTERIOR DEPARTMENT REQUEST FOR 

SPECIAL FOREIGN CURRENCY FUNDS FOR COAL RESEARCH WITH POLAND. 

IF NOT REVERSED, THIS ACTION WILL CRIPPLE THE ABILITY OF 
THE UNITED STATES TO FULFILL ITS COMMITMENTS UNDER THE 
OCTOBER 8, 1974, BILATERAL AGREEMENT FOR COOPERATION IN 
COAL RESEARCH. 

2. COAL RESEARCH IS UNDOUBTEDLY THE AREA IN WHICH THE 
UNITED STATES CAN OBTAIN MAXIMUM BENEFIT FROM POLISH 
EXPERIENCE AND EXPERTISE, AND IS THE KEYSTONE OF OUR 
ENTIRE COOPERATIVE RESEARCH EFFORT. THE SUBCOMMITTEE'S 
DENIAL COMES AS A SURPRISING AND UNFORTUNATE ANTICLIMAX 
TO THE PRESIDENT'S SUCCESSFUL VISIT HERE, DURING WHICH 
BILATERAL ENERGY COOPERATION WAS GIVEN WIDE PUBLICITY, AND 
CITED PROMINENTLY IN THE JOINT STATEMENT. 
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3. 1 CONSIDER IT ESSENTIAL THAT THE INTERIOR SPECIAL 
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FOREIGN CURRENCY REQUEST BE REINSTATED BY THE SENATE. 

PLEASE LET US KNOW WHETHER WE CAN HELP IN THE EFFORT 
BY THE DEPARTMENTS OF STATE AND THE INTERIOR TO 
ACCOMPLISH THIS. 

DAVIES 
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